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DRAFTED BY USERDA:AIA:MVMCCLARY:GLS 
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R 142214Z JUN 77 
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TO AMEMBASSY VIENNA 

UNCLAS STATE 138057 

USIAEA 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT: IAEA INTERNATIONAL WORKING GROUP ON RELIABILITY OF 
REACTOR PRESSURE COMPONENTS, VIENNA, OCTOBER 14-15, 1977 

REE: IAEA VIENNA A-136 

1. REQUEST MISSION NOMINATE DR. LENDELL STEELE (NAVAL 
RESEARCH LAB.) TO ATTEND SUBJECT MEETING AT HIS ORGANIZA- 
TION'S EXPENSE. 

2. STEELE IS A USG EMPLOYEE WHICH SATISEIES REQUIREMENTS 
SECTION VIII, E.O. 10422. CHRISTOPHER 
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